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3. 29 JAN 19292. 
C. NONE. 
>. CONTIDENCE Gcop. 
1. REASON FOR ERRATIC OPERATICN OF CASSETTE MOTOR DURIIC 2D 
SYSTEM RUN WAS BLAMED CN DC VOLTAGE VARIATION FROM AN SuTEou. 
SEER SOURCE (GROUND SUPPCRT ZTQUIFMENT). FPULSING CPERATION oF 
WSSETT. MOTOR CAUSED DYNAMIC TENSION FALURE CF PAYLOAD. 
@. HAVE REVISED PROCEDURES TC iNSURE THAT FAD S¥ETEMS RUN HILL 
fo SOME HITH INTERNAL VEHICLE PCWER WHICH WILL MOT PRODUCT UMACSEPTAG.2 
VOLTAGE VARIATION. 
2. NSTRUMENT AND RECOVERY PACKAGE ARE REMATED AND REACy For 
ANCTER PAD SYSTEMS RUN SCHEDULED FOR LATE 23 JAN. 
+. FREQUENCY LAMPS ARE CFERATING ERRA ATICLY. THIS 1S NOT 
CONSIDERED A NO GO ITEM, SINCE SWEEP SPEED 1S FIXED ON THIS LAUNCH 


AND ALSO BECAUSE FREQUENCY CAN BE DETERMINED FROM SEVERAL TELEMETERY 
points, PLEASE PASS To AND 
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